CD DENKO LES 


A SOLUTION IN TURBINE —‏ الا 


- 


PABRIK PLASTIK : 82 UNIT 


PABRIK SEPATU SPORTWEARS : 875 UNIT 


و 5 


سس 


A ۱ eter . 


PABRIK BAJA LAS : 80 UNIT PABRIK SEPATU SPORTWEARS : 682 UNIT 


- DENKO menawarkan sistem ventilasi, solusi yang pantas ۱ 
(cocok) untuk permasalahan sirkulasi udara pada pabrik, — e 
gudang, sporthall (indoor), rumah tinggal, dll dibandingkan 
sistem ventilasi atap bertingkat (jack roof/ridge ventilator/ 
monitoring).Dan sistem ventilasi exhaust fan/roof electric 
tan. 


- DENKO turbine ventilation system menghemat biaya listrik 
serta biaya perawatan dari tahun ke tahun karena turbine 
ventilator berputar dengan tenaga angin yang mensirkulasi 
udara ruangan nonstop 24 jam. 


SOLE AGENT : 
PT. DENKO WAHANA SAKTI : KOMPLEK PERKANTORAN ROXY MAS BLOK C5/NO. 1 


JL. K.H. HASYIM ASHARI 125B, TELP : (021) 3448839 - 3867521, FAX : (021) 3448807 


AUTHORIZED DEALER : 


SURABAYA: “SEMARANG : MEDAN : BANDUNG : JAMBI : 

PT DENKO WAHANA SAKTI PT SEKAWAN JANTRA MAKMUR BPK SUHARNO PT NATAPILAR PUSAKA U.D. TERATAI TEKNIK 

(BPK SENNDAY) .ال‎ M.T. HARYONO NO. 650 JL. SUTOMO 266-268 JL. L.L. RE MARTADINATA 109 (BPK IRWAN TANDY) 

JL. GEMBONG NO. 2-16 TELP : (024) 546524 - 313387 - 317365 TELP : (061) 532310 TELP : (022) 772976 JL. JENDERAL SUDIRMAN 15 
BLOK E/6 FAX : (024) 313387 FAX : (061) 531276 FAX : (022) 772976 TELP : 742201 _ 

TELP : (031) 361671-72-73 ۱ FAX : (0741) 33996 


FAX : (031) 365355 


For keeping 
water In ... 


The Supercast PVC range of centrally and externally placed 
waterstops are quality, reliable solutions for both water retaining, or 
water excluding structures. Designed to provide an integral sealing 
system for movement and construction joints, these high grade PVC 
compounds have been formulated to give excellent flexibility for 
ease of placement and to provide a long service life. 


Continuity is guaranteed with the four bulbed network across the 
range, making it completely inter connectable, with simple on-site 
welding together of sections. The range includes Supercast SW 
which swells when it comes into contact with water and is designed 
for use where limited access can cause problems. 


All Supercast products are suitable for use in contact with potable 
water and have a-high tolerance level of salts present in concrete 
and ground water. 


Fosroc's unrivalled technical and on-site support make the 
Supercast PVC range of water stops unbeatable, for keeping water 
in ... or keeping water out. 


Water retaining structures 

m Reservoirs, water towers and 
sewage tanks 
Dams, culverts, canals and 
spillways 
Swimming pools 
Bunded areas surrounding liquid 
retaining tanks 


or 
keeping | 
water | 
Out ... 


Specify Fosroc’s 
Supercast range of waterstops. 


Water excluding structures 

m Basements and underground 
car parks’ ۱ 

m Tunnels and subways. 

= Abutments and retaining walls 

m Roof decks and podium areas 


The right chemistry for construction 
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